Oil Flow Control Solenoid Valve 
MECHANICAL 


21.0il Flow Control Solenoid 


Valve 
A: REMOVAL 


Refer to FU section for oil flow control solenoid 
valve. <Ref. to FU(H6DO)-31, REMOVAL, Oil Flow 
Control Solenoid Valve.> 


B: INSTALLATION 


Refer to FU section for oil flow control solenoid 
valve. <Ref. to FU(H6DO)-31, INSTALLATION, Oil 
Flow Control Solenoid Valve.> 
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